Mr. Lehmann stated that according to the mine record
books, the methane readings for the entire month of
December 1982, and the entire month of February 1983, for
the No. 7 and No. 11 units reflected "zero levels of methane"
(Tr. 86).

In response to further questions, Mr. Lehmann stated
that water sprays to control the dust are standard equipment
in all of the respondent's mines.  With regard to the citation
issued on December 28, 1982, for failure to extend the
ventilation tubing, Mr. Lehmann conceded that the violation
occurred because of the failure by the equipment operators
to extend the tubing.  With regard to the walkway citations/
Mr. Lehmann was of the opinion that the cited standard does
not apply to both sides of the walkways in question.  He
conceded that the walkways where there were falls presented
a situation where they were not maintained, but that they
were all cleaned up to abate the citations.  He also conceded
that if the safeguard notice is upheld, respondent would
be required to insure that both sides of all conveyor walkways
be cleaned up and maintained in that condition (Tr. 86-89).

Findings and Conclusions
LAKE 33-67 - Fact of Violations

Citation No. 2199897, issued on April 14, 1983, cites
the failure by the respondent to maintain a clear travelway
of at least 24 inches wide along the south side of the 4th
main east belt conveyor entry, beginning at crosscut No. 33
and extending inby to the 10th north track switch.  Inspector
Melvin's citation does not further explain or specify any
conditions supporting the conclusion that the travelway was
not maintained clear for at least 24 inches wide along the
cited areas.

Citation No. 2199899, issued on April 19, 1983, cites
the failure by the respondent to maintain a clear travelway
of at least 24 inches wide along the 3rd main east belt entry
on the south side from the head roller of the No. 1 belt
drive inby to the tail roller.  Inspector Melvin's citation
does not further explain or specify any conditions supporting
the conclusion that the cited travelway was not maintained
clear for at least 24 inches wide along the cited areas.

LAKE 83-87 and LAKE 83-68-R - Fact of Violation

Citation No. 2200849, issued on April 28, 1983, cites
the failure by the respondent/contestant to maintain a clear
travelway of at least 24 inches wide along both sides of
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